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XV* An Account of a remarkable Aurora 
Boreal is, ohferved at the Obfervatory of 
the Marine at Paris^ by M. Meffier^ of 
the Royal Academy of Sciences^ and 
F.R.S. Tranjlated by J, Bevis, M. D. 
F.R.S. 



Read May 25, rTT^ H E morning of the 6th of Au- 
»7>9* J^ gyf^^ 1768, was, for the moftpart, 
ferene, and the afternoon was quite fo. At near 
nine at night, the weftern horizon was illuminated 
with a very fenfible twilight, which increafed greatly 
upon that which the fun had left, I fufpeded that 
this quantity of light could be only owing to a be- 
ginning Aurora Borealis ; and, accordingly, about ten 
o'clock, the iky being perfeftly clear, excepting one 
thick cloud, about the fame height as Arfturus, repre- 
fented in my drawing, Tab. V. The Aurora was at 
that time confiderable ; feveral ftreams of light had 
then {hot up from the horizon. At half an hour after 
ten, the Aurora occupied nearly one half of the ho- 
rizon, extending from the weft to the north-eaft, and 
the horizon feemed to be covered with an uneven 
thick fmoak, from which illued feveral ftreamers of 
light s two of which, to the weft ward, arofe to a great 
height, pafling through the tail of the Great Bear, and 
were fen (ibiy inclined to each other, tending to unite 
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in the zenith. Both thefe luminous flreamcrs kept 
in a continual agitation, which lafted the whole time 
of their exiftence, that is, till eleven o'clock. At 
the foot of thefe lights was the furrtace, which glowed 
with rays of light lefs elevated, and fenfibly inclined 
to the horizon ; thefe were alfoin continual agitation. 
At eleven, fix dreamers, parallel to one another, (hot 
up in the north, under the conftcllation of the Little 
Bear ; they afcended not fo high, but were more con- 
fpicuous than the two preceding ones, and their un- 
dulations were not fo quick. About half an hour af- 
ter eleven, the fky began to be clouded ^ at midnight 
it was fo all over, which put an end to all hope of 
further obferving the progreft of this phenomenon. 
In this Aurora I could not difcern any lightning or 
rumbling, as I did in that which appeared in the 
night of the 21ft of May, 1762, defcribed in the 
fifth and fixth volumes of the Memoir es des S^avans 
Etrangers. 

Whilft this phaenomenon lafted, the air was calm, 
and no wind ftirring ; at leaft what little there was, 
was from the north-eaft. The quickfilver in the ba- 
rometer flood at 28 inches il- line; and Reaumur's 
thermometer at 20^ degrees. During the whole day 
the barometer varied only 14- line, and the thermo* 
meter no more than five degrees* 

An Account of an Aurora Borealis, obferved at Paris^ 
the ^th 2/^ December, 1768. By the fame. 

About feven in the evening, the northern quarter 
was enlightened with an incipient Aurora Borealis, 
which increafed gradually. At eleven at night it was 

very 
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very conrpicnous, numbers of luminous ftreamers 
darting up from below the horizon, fome of them 
reaching the zenith > but none of the ftreamers lafted 
any confiderable time, and their light was but feeble. 
Several whitifh clouds appeared in the north; the 
furnace occupied a great part of the horizon. This 
phaenomenon lafted almoft the whole night. 

The fame Aurora was obferved at Berlin, where it 
lafted from fix in the evening till nine. It was alfo 
obferved at Vienna, where it is faid that the needle 
of a compafs loft, during this phaenomenon, its ufual 
diredion, ftiifting at firft two degrees eaftward, and 
afterwards four degrees the contrary way 5 it was at 
the fame time remarked that the eledrical machine 
had acquired an uncommon degree of force. 
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